holy place and the Holy of Holies. And he made side-
chambers round about. The nethermost story was five
cubits broad, and the middle was six cubits broad, and the
third was seven cubits broad; for on the outside he made
rebatements in the wall of the house, round about, that
the beams should not have hold in the walls of the house.
And the house- when it was in building, was built of
stone made ready at the quarry; and there was neither
hammer nor axe nor any tool of iron heard in the house,
while it was hi building. The door for the lowest side-
chambers was in the right side of the house, and they
went up by winding stairs into the middle chambers, and
out of the middle into the third. So he built the house and
finished it; and he covered the house with beams and
planks of cedar. And he built the stories against all the
house, each five cubits high; and they rested on the house
with timber of cedar....
So Solomon built the house and finished it. And he
built the walls of the house within with boards of cedar.
From the floor of the house unto the beams of the deling
he covered them on the inside with wood. And he covered
the floor of the house with boards of cypress. And he
built twenty cubits on the hinder part of the house with
boards of cedar from the floor unto the beams : he even
built them for it within, for the most holy place, even for
the Holy of Holies. And the house, that is, the holy place
before the Holy of Holies, was forty cubits long. And there
was cedar on the house within, carved with gourds and
open flowers. All was cedar : there was no stone seen.
And he prepared a Holy of Holies in the midst of the
house within, to set there the ark of the covenant of the
Lord. And within the Holy of Holies was a space of
twenty cubits in length, and twenty cubits in breadth, and
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